314           JAMES BAIRD WEAVER

guard' of the G-reenbackers represented by
Gen. Weaver" who won easily with nine hun-
dred and ninety-five votes to two hundred and
sixty-five for Kyle.354

"From the very beginning of the roll-call
Weaver led all his competitors, and so over-
whelming was the vote cast for him that his
nomination was practically assured before the
ballot was half completed. The Weaver infec-
tion seemed to spread as State after State cast
its vote unanimously for the Iowa man, the
Weaver people grew enthusiastic, and when the
result was announced the cheering was loud and
long continued."

The nomination was made unanimous in the
usual manner "with a hurrah and loud cheer-
ing, ending with calls for Weaver. The General
was not present, and a committee was appointed
to escort him to the hall." It was after one
o'clock in the morning when the nomination for
President was completed and the cheering
ceased. With little delay balloting for a Vice
Presidential candidate began: it resulted in the
selection of G-eneral James G. Field of Virginia.
General Weaver and General Field were
brought in and given a most enthusiastic recep-
tion. Each made an address, and at 3 A. M. the
convention adjourned.

In his address General Weaver declared this
to be "the grandest moment of our civilization.